ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT _ F-B-3/ VEHICLE # 3 
DATE 07-31-15 

OFFICER 1 C. MOONEY # 124 
OFFICER 2 D. TESH # 134 


SUPERVISOR’ R, REYES 


1200 


1255130 
0 


1305/13 
20 


1350/14 
10 


1440/14 
55 
1500/15 
45 


1615/17 
00 


1730/18 
00 
1915/19 
45 
1945/20 
00 


2010/20 
15 


2030 


BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD WORKING 
ORDER. 


TRANSPORTED E-40 TO KAISER HOSPITAL FOR A FOLLOW-UP 
ON TWO INJURED BID OFFICERS. 


ASSIST 3-A AT 6201 HOLLYWOOD BLVD. REGARDING A 
415 SUBJECT REFUSING TO LEAVE. 


BUSINESS CONTACT AT 1810 CAHUENGA (THE 711 STORE ). 
WE SPOKE TO EMPLOYEE MARLENE. ALL CHECKED OK AT THIS 
TIME. 

TRANSPORTED THE PSO UNITS TO THE BID OFFICE. 

P/U OFFICER PARA FROM KAISER HOSPITAL TO THE BID 
OFFICE. 


P/U OFFICER MC CALL FROM KAISER HOSPITAL TO THE BID 
OFFICE. 


CODE-7. 
OFFICE; UPDATED LOG INPUT. 


ASSIST F-B-5 AT THE VINE APARTMENTS REGARDING A 415 
SUBJECT. 


BUSINESS CHECK AT 6801 HOLLYWOOD BLVD. ( THE H& H 
PARKING STRUCTURE ). SEVERAL LEVELS CHECKED NEGATIVE 
FOR CRIMINAL ACTIVITIES. 


END OF WATCH. 
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